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21362 custjd 
208447 inspjd 
22922 sitejd 

Customer ID: 21362 
Certificate; 73-A-1 91 3 

Site: 001 

DEBl NIXON 

Inspection 

Type; ROUTINE INSPECTION 
Date: NOV-16-2004 


No noncompliance identified this inspection 
Total count 75 adults and 55 pups 


DEBl NIXON 
DEBIS DOGGIES 


24926 MILTON ROAD 
MCCURTAIN, OK 74944 3227 
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United States Department of Agriculture 
Animal and Plant Health Inspection Service 
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